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The right-hand sides of Eqs. (16)— (19) should be divid- 
ed by 4718q in order to make them correct in SI units. In 
Eq. (52), the spherical harmonic 7 20 should be multi- 
plied by r 2 -. None of other results of the paper are affect- 
ed by these errors. 
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